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Monday - 26 September 1949 


4th Congressman Holifield regarding the application 

25X1C of Mr. was hired for a P-3, 25X1C 

but while aw omoted to a P-4 in the Department 

of the Army. He was anxious to ascertain whether there was any pos- 

sivility of coming in at a p-4 here. I informed him that there was _ 

not, whereupon the Congressman said he would recommend to | 25X14 
25X1C [Jin which Mr{_____]Jconcurred, that he come in as & P- 

his way up. 
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